
Notes: 

1. A better understanding of the FeO system may 
be of interest to metallurgists and those using re- 
fractories. 

2. The report is available from Clearinghouse for 
Federal Scientific and Technical Information, 
Springfield, Va., 22151: price $3.00 (microfiche 
$0.65). Inquiries may also be directed to: 

Office of Industrial Cooperation 
Argonne National Laboratory 
9700 South Cass Avenue 
Argonne, Illinois 60439 
Reference: B68- 10408 

Source: R. J. Ackerman, R. W. Sandford, Jr. 

of the Chemistry Division 
(A RG- 10200) 


Patent status: 

Inquiries about obtaining rights for commercial 
of this innovation may be made to: 

Mr. George H. Lee, Chief 
Chicago Patent Group 
U.S. Atomic Energy Commission 
Chicago Operations Office 
9800 South Cass Avenue 
Argonne, Illinois 60439 
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